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TAGS: ASEC 

SUBJECT: INSTALLATION OF PERIMETER SECURITY SENSORS 

REF: ROBERTS - MCANDREW TELECON OF MARCH 8 

1 . ESY GREENVILLE EMPLOYEES A. L. VICK AND R. SHANE CUR- 
RENTLY ON TDY AT SFM WERE TRAINED AT STELLAR SYSTEMS PLANT 
ON INSTALLATION AND CHECK-OUT OF E-FIELD FENCES. ONE OF 
PRINCIPAL PURPOSES FOR THEIR TDY IS TO PROVIDE GUIDANCE TO 
SFM - ESY PERSONNEL ON E-FIELD FENCE INSTALLATION. 

2. DAN ROWE OF SFM - ESY PARTICIPATED IN PRELIMINARY WORK 
ON THE SSCS INSTALLATION DURING LAYNE'S VISIT TO SFM IN 
OCTOBER, AND HE SHOULD BE FAMILIAR WITH PROCEDURE FOR 
INSTALLING THE CABLE. ELECTRONICS AND MINISID III FOR 
STRAIN SENSITIVE CABLE SHOULD BE HANDLED IN THE SAME MAN- 
NER AS THE WBC UNITS IN THE SENSOR FIELDS. 

CONFIDENTIAL 

CONFIDENTIAL 
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3. ESY GREENVILLE ADVISES THAT THE SCHEDULE FOR INSTALLING 
THE REMAINING ELEMENTS OF THE PERIMETER SECURITY SYSTEM 
WAS DISCUSSED WITH GARRETT MARCH 8. LATTER SHOULD NOW BE 
IN A POSITION TO MANAGE THE INSTALLATION AND TESTING OF 
THE ENTIRE SYSTEM. IF, HOWEVER, SOME ESSENTIAL INFORMA- 
TION IS STILL LACKING, GARRETT SHOULD SEEK CLARIFICATION 
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FROM ESY GREENVILLE. IF HE ENCOUNTERS ANY DIFFICULTY IN 
OBTAINING ADEQUATE SUPPORT FROM GREENVILLE, YOU SHOULD 
ADVISE SSM IMMEDIATELY. 

VANCE 


CONFIDENTIAL 


NNN 
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